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KENNELWOOD, INC. 


1913 N. STALEY ROAD 
CHAMPAIGN, IL 61821 


Customer ID: 565 
Certificate: 33-A-0388 

Site: 001 

KENNELWOOD, INC. 

Inspection 

Type; ROUTINE INSPECTION 
Date; JAN-30-2003 


No A license activities have occurred since the last inspection. 
Facilities inspection was reported on the R license inspection report. 
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SUSAN KINGSTON, D. V, M. '/uSDaT APHIS, Animal Care 
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